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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


J.  W.  LEASK, 

President  and  Treasurer 


A.  M.  LEASK, 
Vice-President  and  Secretary 


©akley  IftU  S&lb  (Company 

WE  SPECIALIZE  IN  LILIES 

iHcmbtr  of  Oregon  fCilg  (Srofocrs  .Association 


FALL  1928 

LILIUM  REGALE  FRIGE  LIST  _ 

OAKLEY  HILL  BULB  CO. 

Route  2.  AURORA.  OREGON 

ICilutm  Sryalr  (iHun*opl]ulhtnt) 


Per  100  Per  1000 

Bulbs  9  inch  in  circumference  and  above  -  -  -  $60.00  $600.00 

Bulbs  8-9  inch  in  circumference .  50.00  500.00 

Bulbs  7-8  inch  in  circumference  -  -  -  -  -  -  40.00  400.00 


ffitlimu  Sryalr  S'ttb 

1000  Seeds,  $1.25 

Lots  of  10,000  to  20,000  ------  15  per  cent,  discount 

Lots  of  20,000  to  50,000  .  20  per  cent,  discount 

Per  pound  -  $35.00  10  pounds  or  over,  per  lb.  -  $30.00 


(TmmtS  —  Cash  with  order  or  25  per  cent,  deposit;  balance  to  be  paid 
before  bulbs  are  forwarded  or  C.  0.  D.  On  large  orders  where  credit  has  been 
previously  established,  our  terms  are  2  per  cent,  discount  1 0  days  from  date  of 
invoice,  or  60  days  net. 

All  bulbs  listed  herein  are  sold  F.  0.  B.  Aurora,  Oregon.  We  pay  the 
postage  on  seed.  Bulbs  will  be  ready  to  begin  to  ship  by  October  l  st,  and  will 
be  forwarded  by  express  unless  otherwise  provided  for. 


Reference -FIRST  NATIONAL  BANK  of  Aurora 
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